To:  Brown,  Jamesr[brown.jamesr@epa.gov];  Atkins,  Blake[Atkins. Blake@epa.gov] 

From:  Dellinger,  Philip 

Sent:  Mon  8/1 0/2015  2:56:33  PM 

Subject:  FW:  US  EPA  Region  6 San  Juan  County  Well  Testing 

15Q809FLYR-San  Juan  County  private  well  testing  info.pdf 


From:  US  Environmental  Protection  Agency  [mailto:noreply-subscriptions@epa.gov] 
Sent:  Sunday,  August  09,  2015  10:18  PM 
To:  Dellinger,  Philip 

Subject:  US  EPA  Region  6 San  Juan  County  Well  Testing 


Please  find  attached  information  from  the  New  Mexico  Environment  Department  and  the  U.S. 
Environmental  Protection  Agency. 


If  you  would  rather  not  receive  future  communications  from  Environmental  Protection  Agency,  let  us  know  by  clicking  here. 
Environmental  Protection  Agency,  Fountain  Place  12th  Floor,  Suite  1200  1445  Ross  Avenue,  Dallas,  TX  75202-2733  United  States 
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